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Message Text 



PAGE 01 STATE 160289 
62 

ORIGIN SS-25 

INFO OCT-OI ADP-00 /026 R 

DRAFTED BY NEA/ARP:SWBUCK:MB 
8/13/73 X22686 

APPROVED BY NEA:ALATHERTON 

PM/MAS :DFARNHAM 

DOD/ISA:GSICK 

DOD/ISA: COL. MALONEY 

NEA/ARP:FMDICKMAN 

P: MR. PECK 

EUR/NE: MR. ELOYD 

S/S-0: PPSARROS 

077642 

R 132259Z AUG73 
FM SECSTATE WASHDC 
TO AMEMBASSY KUWAIT 
INFO AMEMBASSY LONDON 

SECRET STATE 160289 

EXDIS 

E.O. 11652: GDS 
TAGS: MU, MASS 

SUBJECT: SEISMOGRAPHIC SENSING EQUIPMENT EOR OMAN 
KUWAIT PASS MUSCAT 
REP: KUWAIT 2873 (NOTAL) 

1 . DEPARTMENT POUCHING TECHNICAL INFORMATION ON SENSORS. 

2. SINCE OMANI DEFENSE OFFICIALS HAVE REPEATEDLY RAISED 
SUBJECT, COLONEL MALONEY WILL ALSO CARRY DOCUMENTS GIVING 
TECHNICAL DETAILS ON SENSORS AND BE PREPARED TO DISCUSS 
THEM. AVAILABILITY WOULD DEPEND ON WHETHER ANY OF 
SENSORS PRODUCED ARE APPROPRITATE TO OMAN CONDITIONS. 

THIS QUESTIONABLE, SINCE THEY DESIGNED EOR USE IN SE ASIA 

SECRET 

PAGE 02 STATE 160289 
JUNGLE ENVIRONMENT. 

3. WISH TO REPEAT THAT MALONEY VISIT TO OMAN IS FOR 
FACT FINDING, NOT DISCUSSION MILITARY SALES. EXCEPTION 
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TO AUTHORIZE HIM DISCUSS SENSORS MADE TO RESPOND TO 
OMANI REQUEST, ABOUT WHICH WE ASSUME BRITISH AWARE AND 
IN ACCORD. ROGERS 

SECRET 



« END OE DOCUMENT » 
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Automatic Decaptioning: Z 

Capture Date: 10 MAY 1999 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: MILITARY EQUIPMENT, MILITARY PERSONNEL 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 13 AUG 1973 

Decaption Date: 28 MAY 2004 

Decaption Note: 25 YEAR REVIEW 

Disposition Action: RELEASED 

Disposition Approved on Date: 

Disposition Authority: golinofr 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973STATE1 60289 

Document Source: ADS 

Document Unique ID: 00 

Drafter: NEA/ARP:SWBUCK:MB 

Enclosure: n/a 

Executive Order: 11652 GDS 

Errors: n/a 

Film Number: P75001 1-0726 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19730869/abqcencj.tel 

Line Count: 60 

Locator: TEXT ON-LINE, TEXT ON MICROFILM 
Office: ORIGIN SS 
Original Classification: SECRET 
Original Handling Restrictions: EXDIS 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: SECRET 
Previous Handling Restrictions: EXDIS 
Reference: KUWAIT 2873 (NOTAL) 

Review Action: RELEASED, APPROVED 
Review Authority: golinofr 
Review Comment: n/a 
Review Content Flags: 

Review Date: 28 FEB 2002 
Review Event: 

Review Exemptions: n/a 

Review History: WITHDRAWN <13-Jul-2001 by worrelsw, REFER TO DOD>; RELEASED <28 FEB 2002 by golinofr>; APPROVED <28 FEB 2002 by 
golinofr> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: SEISMOGRAPHIC SENSING EQUIPMENT FOR OMAN 
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